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CONF EP DENT TAL 


: - GA_pW§1- C73 
—. 3 1 JUL 1981 


25X1. MEMORANDUM FOR: 
Associate Deputy Director for Processing, ODP, DDA 


25X1 FROM 5 ees 
xecutive Assistant, OC 


SUBJECT : Building Requirements - Chapter Two 
REFERENCE : ODP 81-892, dtd 10 July 1981 


; 1, Attached_is the non-office space information requested 
25X11 in reference. 


2 


2. If further information is needed lease contact the 
undersigned on secure extension[ ~ Y 25X1 
sv 


Attachments: 
As stated 


WARNING NOTICE -- INTELLIGENCE . aie 
SOURCES AND METHODS INVOLVED 


CON FoI DEN T T AL 
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~ 


a — a Seas 


NON-OFFICE SPACE SURVEY 
CURRENT USAGE 


CATEGORY 


Conference (5) 


Storage (6) 


Mail Room (1) 

Xerox Room (1) 

Library (1) 

Registry (1) 

File Room (1) 

Signal Center (1) 

Machine Automation Center (1) 


Lounge (4) 


Computer Terminal Room (2) 
Computer Center Room (3) 
Laboratory (1) 


Machine Maintenance (1) 


Maintenance Shop (1) 


ROOM NUMBER 


2A03E (D/CO) 
3E22 (ED) 
3B25 (HRD) 


1B2707 
1A53E 

3E23 (ED) 
3B49 (CSD) 
GA43 

BEOS 


1B05 
L330 


3D42B (ED) 
1B05B Hqs. [ 
3E17 (SSD) 
2B07 (SSD) 


3B14 (SSD) 


1B2701 Hqs 
1B2710 Has 
“SRT: (SSD) 
1B3502 Hqs 
1€6210 Hqs 
1B07 Has. 


3B14 (SSD) 


1A53D 
6B1203 
LB2LOL 
714 An 


3D05 (ED) | 


GA3901 Has 
1C57 Has. 
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ATTACHMENT A TO @0."08/-593 


n 
,e) 


WPWNE 
o 8 © © «@ 
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DWNPWNE 


bof be 


320 
461 
364 
400 
140 


107 
420 
2,507 
100 
280 
270 
180 
117) 
764 
2,130 
200 
945 
4,846 
400 
168 
496 
500 


100 
1,751 


3,000 
4,128 
1,035 
442 
500 


1,057 


STAT 


STAT 


STAT 


STAT 


STAT 


Interview 


Telephone 


Telephone 


Data Grid 


Telephone 


Equipment 


31 JUL 1993) 
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NON-OFFICE SPACE SURVEY 


CATEGORY 


(1) 
Switchboard (2) 


Switch Room (1) 


Closet (2) 


Closet (14) 


Room (3) 


CURRENT USAGE 


ROOM NUMBER 


3B31 (HRD) 


1€6215 Hqs 
1E6210 Hqs 


GD5307 Has 


GD5309 Hqs 
6B06 Hqs. 


1B23 Has. 


NR 
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lain Oo is saab 


WOPMNNMNPWNEH 


STAT 


STAT 
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ATTACHMENT B TO 00-M8/~S93 


NON-OFFICE SPACE SURVEY 


FY-1987 PROJECTION 


CATEGORY § NUMBER: 


Conference (7) 


Computer Terminal Room (4) 


Storage (7) 


Storage (Vaulted) (2) 
Registry (2) 


Laboratory (1) 
Library (3) 


Interview (3) 


Copy Room (4) 


Lounge (2) 


RPWNEH 


NDMP WNE 


. 


SOON RPWNE 


Nr 


PUN} 


NF 


SQ. FT. 


780 
450 
461 
240 
364 
750 
500 


300 
100 
2,000 
800 


150 
130 
200 
120 
100 
12,000 
1,000 


420 
1,000 


180. 


2,000 
2,000 


325 
1,000 
1,500 


120 
-120 
120 


180 

100 
1,200 
1,200 


700 
1,500 
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(D/CO) 
(FND) 
(ED) 
(CSD) 
(HRD) 


(END) 
(END) 


| 


(FND) 
(ED) 
(ED) 
(HRD) 
(SSD) 


(CSD) 
(CSD) 


(ED) 
(SSD) 


(ED) 
(ED) 


am 


(HRD) 
(HRD) 
(HRD) 


(HRD) 
(SSD) 


SSD 


STAT 


STAT 


STAT 


STAT 


STAT 


STAT 
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2 ATTACHMENT B TO OC-AS/~-S92 


NON-OFFICE SPACE SURVEY 


FY-1987 PROJECTION 


CATEGORY §& NUMBER SQ. FT. 

Telephone Switch Room (2) 1. 6,000 STAT 

2. 3,200 

Equipment Maintenance (3) 1. 8,000 

2. 7,000 

Su. 2,000 

Telephone/Data Closets (112) Is. 2,800 

112 x 25 sq. ft = 

~Telephone/Data Frame Room (5) Ts 500 

rae 500 

3:6 500 

4, 500 

5. 3,000 
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